disease, defect or injury by physical or other means, and restoration to the highest quality
of physical, mental, social, vocational and economic life possible. Objectives of the Congress
include: provision of a scientific forum for communication among the rehabilitation
disciplines; provision of national leadership in the development of an improved and
expanded delivery system for rehabilitation services; encouragement of individual
professional development through continuing education in scientific assemblies, seminars
and postgraduate courses; recognition of contributions to scientific research, education and
practice in rehabilitation medicine; and assistance in recruitment of personnel for careers in
rehabilitation medicine fields.

An annual meeting is held for educational, social and networking purposes. The ACRM is
affiliated with the American Academy of Physical Medicine and Rehabilitation (see
separate entry), and shares joint responsibility for publication of a scientific journal,
sponsorship of the annual meeting and administrative expenses,

Information Services: The Congress and the AAPM&R (see above) publish the Archives of
Physical Medicine and Rehabilitation, a monthly scientific journal which includes articles
of interdisciplinary interest written by professionals in the related fields of rehabilitation,
A subscription is included in the membership dues. Information services are provided
primarily for members only, with nominal fees for most products. The Congress also
sponsors an annual essay contest for medical students, graduate students in rehabilitation
medicine professions, interns and residents.

American Corrective Therapy Association (ACTA)
c/o David Ser, Executive Director
259-08 148 Road
Rosedale, MY   11422

Handicapping Conditions Served:  All handicaps.
Users Served: Corrective therapists.

The Organization: The American Corrective Therapy Association (ACTA) recommends
standards for certification of professionals and for training facilities. It offers a limited
number of scholarships to students and funds professional research. Corrective Therapy is
the applied science of medically prescribed therapeutic exercise, education, and adapted
physical activities to improve the quality of life and health of adults and children, by
developing physical fitness, increasing functional mobility and independence, and improving
psychosocial behavior, The Corrective Therapist evaluates, develops, implements, and
modifies adapted exercise programs for disease, injury, congenital defects, and other
functional disabilities.

Information Services: The Association is a source of information about education and
training of corrective therapists. A publication list, available on request, includes titles of
reprints, handbooks, and manuals on standards and practice in the field. These publications
are available at a minimal charge. ACTA publishes a professional journal which is clinical
and research oriented.
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